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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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( Reaffirmed 2005 ) 
Indian Standard 

SIZES FOR DOVETAIL GUIDEWAYS FOR 
MACHINE TOOLS 



1. Scope — Prescribes sizes for dovetail guideways for machine too(s. 

2. Types 

Type A^\n which the contacting surfaces are the bottom and side surfaces ( see Table 1 ). 
Type B — In which the contacting surfaces are the top and side surfaces ( see Table 1 ). 

3. Terminology 

3.1 Dovetail Angle (a) — Shall be 50°, 55" or 60^ 

3.2 Nominal Width (w) — Defined as the width of the external guideways at the contacting surface. 

3.3 Nominal Depth (/?) — Defined as the depth of contact between the two sliding members. 

3.4 Overall Height (hi) — Defined as the height of the dovetail including the clearance. 

3.5 Gibs — When used, shall be straight or tapered. The standard tapers shall be 1 : 50 or 1 : 100. 

Note — The guideways may be without gib, with straight gib or with taper gib, 

4. Sizes and Width-Depth Ccmbination —The sizes and preferred Vv'idth-depth combination shall 
be as given in Table 1. 



EXPLANATORY NOTE 

In the preparation of this standard, assistance has been derived from DIN 69052-1971 
'Angular guideways' issued by the Deutsches Institut fiir Normung (D|N). 
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TABLE 1 SIZES AND PREFERRED WIDTH-DEPTH COMBINATION FOR DOVETAIL GUIDEWAYS 

( Clause 4 ) 
All dimensions in millimetres. 
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Note — Preferred width-combination are indicated between bold lines. 
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